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The Gordon Memorial is erected to perpetuate the 
memory of General Gordon, who was for six years resident 
in Gravesend as Commanding Royal Engineer at the old 
Fort House. While there he undertook much charitable 
work, and his name is still revered for the work done by 
him in educating and training ragged and destitute boys. 
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Printed in England. 









